
Ce Os® floating cran© of a capacity of approximately 100 tons* This dock 
repairs mainly ship® and builds ship boilers of the Scott type* It 
also makes cisterns and kettles for the sugar industry and casts Iron 
bare to a maximum weight of six tons mainly for bridge construction, 

2, Former Schichau GmbH Werft* Gdansk (Dansig), 

a, Five slanting docks for ship construction measuring up to 200 meters long. 
Three floating docks of approximately 24*000 tons* capacity o This dock 
also does light and heavy steel structures and iron structures for bridges 
and cranes* repairs chips end manufactures technical oxygen. 

3o Marynarkl W&jenny* formerly the W&ggonfabrik Bansig Aktiengesellachaft, 

Broschkischer Weg \ Gdansk, 

a. An oblong dock of approximately 100 tons capacity, used mainly for 
the construction of wooden fishing boats. 


On© diagonal dock of approximately 300 tons capacity for the construction 
of river barges. 


5. gUflag 

a. Poor slanting docks with a construction capacity for boats aaasuring 
to 100 aaters long. This dock repairs aainly railway oars and east 
iron bars to saximally two tons. 
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